1. We We te te oe 
Laico Htel El Farouk Bamako 


Room count: 90 
Address : Boulevard du 22 Octobre 1946,BPE 1560baMako 
Geolocation: -7.9977195,12.6320048 


2 La Venise Malienne 


Room count: 6 
Address : kalaban Coura rue 339,0000Bamako 
Geolocation: -7.991319894790649, 12.56876358031 5064 
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